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Hon. J. Bdgar Hoover 
Director 

federal Bureau of Investigation 
Department of Justice 
Washington 25* D. C. 

Dear Mr* Hoover * 

I ass happy to state that *e hsve oaen able to coeply 

'slth your request for ten (10) additional [cameras and 

sn initial supply of 64 rolls of film. ' 


25X1 


this data. 


Tmj have been turned over to your representative 


Sincerely, 


3, >u Hlli 


Hair Mratrftl, HSU 

Director of Central Intelligence 
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November 12, 1947 



25X1 


Bear Admiral Roscoe H. Hillenkoetter 
Director 

Central Intelligence Agency 

Room 7135 


Washington, D. C. 

Dear Admiral Hillenkoetter: 


I lave been informed that there are available 
at the Central Intelligence Agency a number of I 


camera* formerly used by the Strategic Services Unit of the 
War Department. 


A* you know, this Bureau borrowed one of these 
cameras for experimental purposes and because of the satis- 
factory results obtained, it is requested that you furnish 
to this Bureau on an indefinite loan basis ten additional 
cameras of this type. 


, yon to know that it will be appreciated 

by this Bureau if such a loan can be effected and to assure 
you tha * cameras will be utilized in carrying out the 

responsibilities of this Bureau. 


Sincerely yours. 


John Edgar Hoover 
Director 
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